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TABLE A-19   (Continued)

Facility Number                          Facility Name
		Nonmanual^ )
			
		Technical
	Nontechnical
	Manual(l)
	Total(2)

E60
	Conversion of Gas Plant to Coal
	4,417
	507
	12,711
	17,959

E61
	Combined Cycle  Powerplant
	4,417
	1,183
	13,176
	19,099

E62
	Gas Turbine Powerplant
	575
	203
	2,480
	3,258

E63
	Fuel Cells
	106
	41
	408
	555

E64
	Light Water Reactor
	35,916
	10,980
	127,110
	174,006

E65
	High-Temperature Gas  Reactor
	53,156
	18,582
	159,662
	231,400

E66
	Fast Breeder Reactor  - LMFBR
	45,973
	10,980
	155,012
	211,964

E67
	Dam and Hydroelectric Powerplant
	7,758
	465
	27,747
	35,970

E68
	Pumped  Storage
	21,119
	1,351
	74,406
	96,876

E69
	Geothermal Power Complex
	2,715
	228
	12,029
	14,972

E70
	Solar Space Heating
	18,964
	6,660
	106,672
	132,296

E71
	Solar  Space  Conditioning
	20,688
	7,240
	.114,184
	142,111

T   1
	Crude Oil  Pipeline - Lower 48
	3,519
	407
	13,951
	17,878

T   2
	Alaskan Oil  Pipeline
	179,580
	24,132
	667,744
	871,456

T  3
	Oil Tanker
	0
	0
	0
	0

T  4
	Oil Barge
	0
	0
	0
	0

T  5
	Oil Tank Truck
	0
	0
	0
	0

T  6
	Products Pipeline
	859
	75
	4,829
	5,764

T  7
	Hot  Oil  Pipeline
	796
	60
	3,041
	3,897

T  8
	Refined  Products Bulk  Station
	461
	45
	1,699
	2,205

T  9
	Rail  Line
	2,457
	144
	4,635
	7,235

T10
	Mixed Train
	0
	0
	0
	0

Til
	Coal  Unit  Train
	0
	0
	0
	0

T12
	Coal  Slurry Pipeline
	3,457
	453
	15,293
	19,202

T13
	Coal  Slurry Preparation
	2,828
	603
	32,195
	35,626

T14
	Coal  Slurry Dewatering
	1,990
	151
	9,837
	11,979

T15
	Coal  Barge
	0
	0
	0
	0

T16
	Coal Truck
	0
	0
	0
	0

T17
	Gas Pipeline - Lower 48
	3,520
	407
	13,951
	17,878

T18
	Gas Distribution Facilities
	2,242
	196
	11,447
	13,885

T19
	Alaskan Gas Pipeline
	141,848
	20,512
	476,960
	639,340

T20
	LNG  Tanker
	0
	0
	0
	0

T21
	230 kVac Transmission Line
	6,405
	1,110
	28,135
	35,650

T22
	345 kVac Transmission Line
	7,814
	1,544
	38,521
	47,879

9,769
